VINTAGE 1995 
TEMECULA 


Merlot 


ALCOHOL 12.5% BY VOLUME 


We here at Maurice Carfie Winery are very 
proud of our wines and our appellation. We Feel 
that some of the best and highest quality grapes 
in the country are cultivated here in this small 
southern California valley. 

Our wines are all carefully nurtured, and great 
care is taken to insure that the character of each 
variety is fully expressed. 

We enjoy producing these wines and we very 
much appreciate your interest in them. The next 
time that you are in our area, we hope that you 
will take the time to stop by and say hello! 


PRODUCED AND BOTTLED BY MAURICE CARRIE WINERY 
TEMECULA, CALIFORNIA * CONTAINS SULFITES 


(909) 676-1711 * 34225 Rancho California Rd. * Temecula, California 92591 


GOVERNMENT WARNING 1) 

ACCORDING TO THE SURGEON GEN- —_— O° 
ERAL, WOMEN SHOULD NOT DRINK . ——————— 
ALCOHOLIC BEVERAGES DURING ——_—— 
PREGNANCY BECAUSE OF THE RISK = =====—=—00 


OF BIRTH DEFECTS. (2) CONSUMP- === SSS 
TION OF ALCOHOLIC ERAS So 
IMPAIRS YOUR ABILITY TO DRIVE A ; 

CAR OR OPERATE MACHIN- — 
ERY,AND MAY CAUSE HEALTH 

PROBLEMS. 


